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la Monica Everett-Haynes <leveretthaynes@sdsu.edu> Fri, Jul 19, 2019 at 3:27 PM 

To: Bella Ross <bellaross@inewsource.org> 

Hello Bella, 

Glad to assist. And the total costs for PSFA Building work is estimated at up to $12 million. 

And it would be more accurate to describe that the roof is being replaced due to persistent leaking issues at areas of 
the roof not patched during the recent project. Because the recommended methods for such patching would involve 
the use of coal tar pitch, it was decided to fully replace the roof with more modern materials. 
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